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E.O. 11652: GDS 
TAGS: ENRG 

SUBJ: ECG MEETING BRUSSELS MARCH 13-14 
REE: STATE 40333 

JEAN SCHLEICH, MFA DEPUTY DIRECTOR FOR INTERNATIONAL 
ECONOMIC RELATIONS, TOLD EMBASSY ECON OFEICER THAT GOL 
IS COORDINATING ITS COMMENTS ON ECG AGENDA ITEMS 4-9 
WITH BELGIUM AND WILL HAVE NO COMMENTS BEFORE MARCH 
13-14 MEETING. SCHLEICH ALSO STATED THAT HE AND CHARLES 
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RELATIONS, WILL BE GOL REPRESENTATIVES AT ECG MEETING. 

EARKAS 
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